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EDITORIAL  FEATURES 
VOL  21  NO.  1  January  1990 

How  to  sell  Software  in  Europe ...  P.  Jarrett,  Tidek  Ltd. 

The  Fuzzy  computing  market  by  1991  ...  Frost  &  Sullivan. 
Software  Training  Report ...  Sapphire  International  Pic. 

VOL  21  NO.  2  April  1990 

Building  a  VAR  (Value-Added  Reselling)  Business ...  G.  Gagliadi, 
Fourgen  Software  Inc. 

Current  Developments  in  Software  distribution  in  Japan.  Fred  M. 
Greguras,  Thomas  R.  Radcliffe ...  Fenwick  Davis  &  West  Palo  Alto 
USA. 

Software  Quality  —  A  Management  Strategy ...  Adrian  Dixon. 
VOL  21  NO.  3  July  1990 

Healthcare  Software  in  the  USA ...  Market  Intelligence  Research 
Co. 

Applications  Software  for  Local  Government ...  ICL 
1990  Distribution  Software  Guide ...  Inst,  of  Logistics  & 
Distribution  Management. 


European  Software  Distributors ...  Continental  Resources  & 
Technology  Ltd. 

The  Graphical  Kernel  System  (GKS)  —  It's  Role  and  Future. 
Case  Tools  —  Still  Groping  for  an  Answer. 

Advanced  System  Development  Tools  —  Exploit  with  Caution 
says  Report. 

Commonly  Used  Words  and  Phrases  in  the  Text  Retrieval  Market 
...  Oracle  UK. 

Glossary  of  Viruses ...  Hyperactive  Group. 

VOL  21  NO  4.  October  1990 

The  Hypermedia  Software  Market ...  Market  Intelligence 
Research  Co. 

How  to  get  started  in  Knowledge  Systems ...  Intellicorp. 

Low  Growth  in  OS/2  and  UNIX. 

Viruses  Breed  Healthy  Security  Market ...  Frost  &  Sullivan. 
European  Software  Threat  —  Petition  of  Authors  and 
Distributors. 


NEW  SOFTWARE  PRODUCTS 


Program  Type 
4GL  System 
4GLyRDBMS 

Accounting-Fund 
Accounts 
Accounts 
Accounts  (Unix) 

Al  Language 

Application  Development 
AutoCAD  Enhancement 

Building  Constr. 

Building  Constr.  Concreting 

Building-Constr. 

Building-Surveying 

C  Program  Generator 
CAD 

CAD-Unix 

CAM-Multilingual  software 

Card  Processing 

CASE  Tool 

CASE  Tool 

CASE  Tool  (Japan) 

CASE  Tool  for  AS/400 
CASE  Tool  Windows  3.0 
CASE  Tools 

CASE-Document  Generator 
Chemical  Technology 
Compiler-Ada 
Compiler/Decompiler 

Data  Analysis 
Design-Software 
Distribution  Software 
Distribution  Software 
Documentation  Electronic 

Electrical  Design 
Emulation-OS/2  AS/400 
Expert  Systems 

Financial  Market  Monitor 

Graphics 

Graphics 

Graphics 

Graphics 

Graphics — Technical 
(graphics — Toolkit 
Graphics — GINO 
Graphics — GKS 
Graphics — OS/2 
Heat  Transfer 
Hypertext  System 
l-CVkSE  Tools 
Image  Processing 
Image  Processing 
Image  Processing 
Inventory  Control 
Job  Scheduling 
Knowledge  System  FORTRAN 
Language — Programming 
Language — Translator 
Language — T  ranslator 
Language — Unix 
Languages — Parallel  Procsng 
Management — CASE  T  ool 
Management — Hotel 
Management — Proj^ 
Management  Portfolio 
Management  Project  Costing 
Management — Data  Centre 
Management — Project 


Name 
Sky Base 4 

SYSTEM  1032  Vers.  8 
UTOPIA 

SKYMASTER  VERS.  4.3 
MIRACLE  Vers.  4.50 
ACCOUNTS  11  Top  End 
LISP  4.0 

POWERHOUSE  AS/400 
AUTOiCON 

'Open  Plan' 

J-BAR 

FAST  CAD  3D 
ELSIE 

SyceroC  XENIX 
MANUMARKRel.7.0 
EUCLID  IS 
Prodstar  MRP 
CAMS 

SSADM  Unix 
FOUNDATION  (VAX) 

NKK-Case 

AS/SET 

Systems  Engineer 
METHOD/1 ,  PLAN/1 ,  DESIGN/1 
XL/DOC 
EQUIL 

Portable  Ada  Compiler 
LPA  PROLOG  Professional 

DATATAP 

MAX-f  PLUS 

TELESALES  Vers.  7.0 

TOP/AS 

ELITE 

Flux  2D 

BABY/AS 

AlON  Products 

FIDESSA-EX 
Draw  Perfect  1.1 
APPLAUSE  11 
Appl.  Visualisation  System 
Interactive  Motif 
PV-WAVE  Release  3.0 
D1 -3000  Vers.  6.0 

GINO-F,  GINOGRAF,  GINOSURF,  etc 

C-GUL 

EASEL'2 

Heat  T  ransfer  on  TK 
XText 

ISEE-TSEE-RTEE 

SPIE 

RAE  Software 
ARCHEA 

MV  CONTROL  MILLENIUM  IIC:  M) 

MASTERMIND 

FLINT 

POPLOG  ML 

PASCAL  to  C 

C  GEN-77  FORTRAN-C 

ICOBOL-Business  BASIC 

COMMON  LISP.  PROLOG 

Software  Development  Centre 

HOTELIER  PLUS 

MPMS 

ASPECT 

Project  Bridge 

VM  CENTER  Rel.  3.1 

ADEPT 
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Management — Business  PROPHECY 

Management — Business  OSVers.  1 

Management — Computer  Centre  Natural  Operations  Vers.  1.1 
Management — CostsTool  CA-PMA/Charae  Back 
Management — Customs  Docs.  CustomEaseX 
Management — Distribution  DISTRIB 

Managmeent — Distribution  DAIRY 400 

Management — Documents  Pro-File 

Management — Financial  LEASE  MANAGER 


Management — Financial 
Management — Fund 
Management — Information 
Management — IT  Project 
Management — IT  Project 
Management — IT  System 
Management — Job  Distributed 
Management  — 

Local  Government 
Management — Office 
Management — Personnel 
Management — Production 
Management — Property 
Management — Risk 
Management — Risk 
Management — Roads 
Managmeent — Space  Planning 
Management — User  Interface 
Manufacturing — Custom 
Mathematics 

Object  Orientated  Design 
Operating  System 
Operating  Systems  IBM 

Phone-In  Software 
Printer-Laser  Optimiser 
Productivity-Programmer 
Prospecting-Oil 

Quality  Tester 


GI_VAX 

BLUE  PRINT  PORTFOLIO 
FOCUSEIS 
BARONET,  CORONET 
CIMITAR-PPAS 
PROWESS 
JOBSYS  Vers.  2.2 

LAMP 

STAFFWARE 

Value  Added  Benefits  (VAB) 
MD'STAC 

Property  Management 
PORTF(3LIO  8i  RISK  MANAGEMENT 
SWAPS  MANAGER  Vers.  3.51 
RoMIS 

Facilities  Master 
TeleUSE 

LS/400  Assemble  to  Order 
LAPLACE  Transform 

HOOD-SF 

486/ix 

MVS/ESA,  VSE/ESA.  VM/ESA 

Predictive  Powerdialling 
CA-PLOT  OPTIMISER 
C6U/MR 

FCS_PETROMOOELLER  Vers.  4.0 
Logiscope 
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Sales  Order  Processing 
Security-Data 
Simulation 
Software  Costing 
Software  Development 
Software  Development 
Spreadsheet  3D 
Structured  Document  Editor 

T  endering-Competitive 
Test  8i  Measurement 
TOOI4GL 

Tool  COBOL  85  Conversion 
Tool — CEmbedder 
Tool — C  programming 
Tool — Database  Manipulator 
Tool — DOS  Spreadsheet 
Tool  —  Menu  Driven  Systems 
Tool — Neural  Network 
Tool — Object  Identifier 
Tool — Portabili^ 

Tool — Prototyping 

Toolkit  Anti  Virus 

Toolkit-Developer 

Tools 

Tools 

Tools — IBM 
Tools— IBM 
Toolset  OS/2 
T  ranslator — Language 
T  ranslator — lenguaga 

Vision  Software 

Word  Processor 


P8MS  Vers.  6.0 
Intercept/36 
SIMULATION  LIBRARY 
GECOMOPIus 

OBJECTWORKS  FOR  C-l-f  Rel.  2.0 
001 TM 
Lotus  1-2-3M 
Write-H 

LOGSIS 
Data  View 
PRO_IV 
AmelioBS 

QUINTUS  PROLOG  Rel.  3.0 

HIERARCHY 

Paradox  Engirte 

Power  Cell 

HORSES  Integrator 

POPL(X>-Neural 

HOIST 

NOMAD  VISTA 
ProTool 

SPSInt.  Vers.  4.0 
Framework  III 
ADD 

TELON/Teamwork 

AO/CYCLE 

M:SOTD62 

DESIGN/1  for  OS/2 

BASIC-to-C 

PASCAL-to-C 

CONTOUR  FINDER 

Letter  Perfect 


Page  Issue 
15  4 

15  4 

23  2 

15  3 

22  2 
19  4 

15  4 

23  2 

15  4 

16  4 

15  1 

18  4 

19  4 

19  4 

16  3 
22  2 

20  4 

23  2 

19  3 

19  4 

14  1 

16  1 
22  2 
19  4 

25  2 

17  3 

19  4 

19  1 

16  3 

23  2 

22  4 


22  1 

15  1 

19  3 

16  1 

15  3 

16  1 

21  4 

17  3 

24  2 

19  4 

20  1 

20  4 

17  3 

20  4 

16  3 

20  4 

20  4 

16  3 

27  2 

16  3 

21  4 

15  3 

22  4 

27  2 

20  1 
19  1 

18  1 
18  1 

16  3 

23  2 

27  2 

22  1 

15  4 


22 


Software  World.  Vol.  22  No.  1 


